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two connections have to be made, one for steam inlet and th-^ other
for the waste steam. For cooling purposes cold water may be
turned on same fittings instead of steam. In view of th^ great
resistance to be overcome in treating very stiff materials, these mas-

FIG. 149.   AGITATOR, STYLE A.
ticators are very strongly built. The discharging of the material is
effected by raising a flap door in front of machine.
Figs. 145 and 146 are very rigid, all around useful types. Fig.
145 is tilted by hand by means of a crank. Fig. 146 has power
tilting arrangement, which is set in action by a foot or hand lever.
Fig. 145 can be fitted with special arrangement for mixing* a.t fast
and medium speeds materials, the consistency of which changes
during the treatment. These types are built with a capacity from
20 to 150 gallons.
The distinctive feature of the machine shown in Fig. 147- is that
the trough hangs very low in its frame, thereby rendering the